Agenda 

ABC Stormwater Flooding Board 

Tuesday September 11, 2018: 6:00PM Lyon’s Hearing Room - Arlington Town Hall, 2"^^ 

Floor 


NOTE: Times are for planning purposes only and will vary depending upon discussion. 
If time becomes short, some topics may be postponed to a later meeting. 


6:00pm Public Comments - 10 min [for information only - not for action) 

6:05pm Administration [5 min) 

a. Approval of prior minutes 

b. Correspondence 

6:10pm Presentation: [30 min) 

Kathy Watkins; Cambridge City Engineer 

Kathy will speak about Climate Change Preparedness and Resiliency and discuss 
information from the City of Cambridge’s Climate Change Vulnerability 
Assessment Study; Part Two 

6:40pm Discussion: [20 min) 

Regional Planning and Climate Resiliency: 

• how to identify and address potential long term impacts on the Mystic River 
Watershed caused by increased flooding and climate change. 

* Identify areas to collaborate and work with the Mystic River Watershed 
Association. 

7:00pm Adjourn 


Correspondence Sent/Received Date - none 

1. MyRWA case statement on regional climate resilience. 


Next Formal Meetings - Mark your calendars!! 


11 / 13/18 


Tuesday - Arlington Town Hall, Lyon’s Hearing Room; 2"'^ Floor 


